A BACHARACH SENTINEL’ Solution 


A Comprehensive, Application Based, Gas Detection Transmitter Line. 
For Combustible Gases, Oxygen and Toxics. 


THE PROBLEM: 


A limited access area with combustible gas 
hazard (ID1) and silicones present. Catalytic 
combustible gas detectors have a relatively short 
life and require frequent maintenance 


THE SOLUTION: 


SENTINEL™ Infrared LFL Transmitter: 


v Calibrate once a year with zero gas (air) 


vY Nonintrusive calibration means speed plus 
not having to declassify the area 


v Infrared technology eliminates sensor 


poisoning and zero drift 


wv Same size as conventional transmitters 
v~ Doesn't require oxygen to operate 
~ More cost-effective in this situation 
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(800) 800-3363 Fax (800) 800-7757 


Contact us for a free Catalog ! 
ASSIFIEDS QSA e-mail salesinfo@pinnacieweb.com 


Guilty SeS Santee Reconditioned & New Surplus 
| Of Process Control Instrumentation Fisher Control Valves 


and Pressure Gauges Instruments 


. " Rosemount, Foxboro, Honeywell 
Ametek, Ashcroft, Barton ecycling Program At less then 50% of List 


COLORADO OPPORTUNITY | [Cit‘scoornon nosemount iS Comite Up and Running on time 
and Under budget 


et a a AN WE BUY NEW SURPLUS/USED 
soe ta ie INSTRUMENTS & PRESSURE GAUGES http://www.pinnacieweb.com 
CONTROLS ENGINEERS AND DESIGNERS 




















The RMH Group, an award-winning engineer- 
ing firm in metropolitan Denver, seeks engi- WANTED 
neers and designers with solid experience VALVES-FLOW CONTROLS 
with PLCs and controls, FactoryLink, A-B SPECIALISTS 
PLCS5, AutoCAD13, and Microstation; knowl- ada 
edge of NEC codes, ISA and JIC standards, one 8 ee Bone 
C++, and Visual Basic; and experience in “ty : 

ISA Directory of Instrumentation. 
food and beverage packaging industry opportunities for outstanding sales and ' y of Instrumentatio 

marketing professionals. National and Now it's online: 


o 
Excellent benefits package and work environ- international positions, all fees employ- On ine . 
: L http://www.isa.org/directory 


ment. Competitive salary. Send detailed er paid. 
resume to Contact: 
The RMH Group, Inc. Eric Bergsman, C.P.C. 
12600 West Colfax Avenue, Suite A-400 MARVEL CONSULTANTS, INC. 
Lakewood, Colorado 80215 28601 Chagrin Bivd. See pages 86-87 for 
FAX: 303/312-4609 EOE/AA Cleveland, OH 44122 additional classified ads. 
(216) 292-2855 FAX (216) 292-7207 





Find the products and 
services you need in the 



































fie 
tcl 





